Deutsche Bank 


VA 


Deutsche Bank AG, London Branch 
Winchester House 

One Great Winchester Street 
London EC2N 2DB 

United Kingdom 


20 May 2019 


The Directors 

Aston Martin Lagonda Global Holdings Pic 
Banbury Road 

Gaydon 

Warwickshire 

CV35 0DB 


Dear Sirs 


Deutsche Bank AG, acting through its London branch, hereby consents to the inclusion and references to its 
name in the Notice of the Annual General Meeting of Aston Martin Lagonda Global Holdings Plc, dated 20 
May 2019, a copy of which is attached hereto, in the form and context in which it applies. 


Yours faithfully, 


Ie} 
For and on behalf of Deutsche Bank AG, London Branch 


Managing Director 
For and on behalf of Deutsche Bank AG, London Branch 


Chairman of the Supervisory Board: Paul Achleitner. Deutsche Bank AG isa joint stock corporation with limited liability incorporated in 
Management Board: Christian Sewing (Chairman), Garth Ritchie, Karl von Rohr, Frank Kuhnke, the Federal Republic of Germany, Local Court of Frankfurt am Main, HRB No. 30 000; 
Stuart Lewis, Sylvie Matherat, James von Moltke, Werner Steinmilller, Frank StrauB. Branch Registration in England and Wales BROQ000S and Registered Address: 

Winchester House, 1 Great Winchester Street, London EC2N 2DB. Deutsche Bank AG, 
Deutsche Bank AG is authorised under German Banking Law (competent authority: European London Branch is a member of the London Stock Exchange. (Details about the extent 
Central Bank and the BaFin, Germany's Federal Financial Supervisory Authority) and, in the of our authorisation and regulation in the United Kingdom are available on request or 
United Kingdom, by the Prudential Regulation Authority, It is subject to supervision by the from www.db.com/en/content/eu_disclosures.htm) 


European Central Bank and by the BaFin, and is subject to limited regulation in the United 
Kingdom by the Financial Conduct Authority and the Prudential Regulation Authority. 


